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Innovation in Cleaning 


Technical Specifications 


PW 1750 TSS 


Model Pressure 

Cleaning 

Flow Rate 

Electrical Rating 

max PSI 

Power 

max Gpm 

V Hz 

PW 

1750 TSS 1750 

2100 

1.6 

120 60 


Packaging 

Packaging 



4 color glossy carton 

Packaging dimensions 



11.81 x 15.74 x H 23.6 in. 

Unit dimensions 



9.80 x 10.51 x H 34.33in. 

Gross weight 



35.28 lb 

Palette quantity 



30 pes 

40ft CTN quantity 



600 pes 


Pump Description 

Aluminum pump, with 3 stainless Steel pistons, asynchronous 
motor (no brush), for continuous duty with Thermal protection. 

Accessories 

• Pressure regulation min 400 PSI - max 1750 PSI 

• TSS Total Stop System: extends pump & motor life 

• Turbo Nozzle VORTEX 

• Trolley 

• Rotary Brush 

• Gun and hose assembly 23 ft 

• Lance with spray nozzle 

• Foaming nozzle with detergent suction 

• Equipped with GFCI 

• Universal Storage Reel 
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Product Description 

Powerful cold water high pressure cleaner with pressure regulation (min 400 PSI - max 1750 PSI), Total Stop 
System to extend the pump and motor life. Supplied with trolley for a more comfortable transport. Equipped with 
foaming nozzle and detergent suction. Includes two lances, the Turbo Nozzle VORTEX to improve the washing 
power on stubborn dirt and an adjustable nozzle to be used in any cleaning situation. A rotary brush and the 
attached universal storage reel make this unit the ideal power washer in your household. It's perfect for cleaning 
garden furniture, driveways, house siding, cars, motorcycles, tractors and boats. 
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